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E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: BELT INSTALLATION AMERICAN EMBASSY NAIROBI 
REF: NAIROBI 3349 

NAIROBI FOR RSO AND TSO, ADDIS ABABA FOR RSS 

1. BELT INSTALLATION IS MANDATORY ON FLOOR OF OFFICES 
WHERE INSTALLATION IS MADE. WITHOUT HORIZONTAL PORTION OF 
THE SYSTEM BELT HAS MUCH LESS EFFECT ON CERTAIN 
ORIENTATIONS OF DROP TRANSMITTERS. 

2. SUGGEST BELT SYSTEM BE INSTALLED ON WALLS AND WALL 
FINISHING COMPLETED. NEXT SUGGEST THAT CONTRACTOR LAY IN 
AND CUT CARPET FOR THE OFFICE BUT NOT AFFIX IT TO THE 
FLOOR. AT THIS POINT CONTRACTOR AND WORKERS SHOULD BE 
REMOVED FROM THE SCENE. 

3. CARPET CAN THEN BE TAKEN UP, BELT SYSTEM LAID ON THE 
FLOOR AND COVERED WITH CARPET PAD AND CARPET. FINAL 
INSTALLATION CAN BE MADE BY SEABEES USING SUPPLIES AND 
SPECIAL TOOLS, IF ANY NECESSARY. PROVIDED BY THE CONTRACTOR. 

4. SEABEE TEAM QUESTION WILL BE ANSWERED BY SEPTEL. RUSH 
CONFIDENTIAL 
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